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Message Text 

UNCLASSIFIED 

PAGE 01 COPENH 05518 151006Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO FEA-01 ACDA-10 CEQ-01 CIAE-00 
DOTE-OO EPA-04 HEW-06 HUD-02 INR-07 INT-05 L-03 
NSAE-00 NSC-05 NSF-02 OIC-02 PA-02 PM-05 PRS-01 
OES-07 SP-02 SS-15 TRSE-00 USIA-15 /108 W 

107661 151012Z/23 

R 150917Z SEP 77 
FM AMEMBASSY COPENHAGEN 
TO SECSTATE WASHDC 5151 
INFO AMEMBASSY LONDON 

UNCLAS COPENHAGEN 5518 

E.O. 11652: N/A 
TAGS: CCMS, SENV, DA 

SUBJECT: CCMS: DRINKING WATER PILOT STUDY MEETING, LONDON, 

OCTOBER 4-7, 1977 

REF: A. STATE 212060 B. STATE 185476 

1 . DANES WILL NOT ATTENED SUBJECT MEETING. 

2. DANISH CCMS COORDINATOR (BODENHAGEN) REPORTED TO EMBOFF 
THAT DRS. LUND AND KRONGAARD-KRISTENSEN (REFTEL B) ARE 
EXTREMELY INTERESTED IN PARTICIPATING IN SUBJECT PILOT STUDY 
BUT LACK THE FINANCIAL RESOURCES TO DO SO AT THIS TIME. 

DEAN 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: WATER, ENVIRONMENT, ECONOMIC ASSISTANCE, MEETINGS, STUDIES 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 15-Sep-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977COPENH05518 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770334-1240 

Format: TEL 

From: COPENHAGEN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 9770961 /aaaabzkq.tel 

Line Count: 40 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 6b414046-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 212060 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 16-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1266708 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS: DRINKING WATER PILOT STUDY MEETING, LONDON, OCTOBER 4-7, 1977 
TAGS: SENV, DA, CCMS 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/6b414046-c288-dd11-92da-001cc4696bcc 
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